Brief comment text:

To Whom it may concern,

I am writing to express my strong opposition with regards to the reallocation of the 902-928MHz Industrial Scientific and Medical band. 

As a Part 15 user of the band (Meshtastic), and a future Amateur Radio Operator, I implore the FCC to reject NextNav's proposal and direct them to pursue the utilization of various other frequencies with preexisting allocations for commercial use and conducive for the proposed technology.  

The 902-928MHz ISM band has fostered innovative and low cost technologies providing services to millions of unlicensed, consumer, and commercial users alike. These technologies include LoRa, LoRaWan, HaLow, and various other IoT technologies. 

NextNav's proposal, if accepted, at minimum, will result in a significant degradation of communication for existing users of this frequency and at worst, will effectively jam communications in this band for Part 15 and amateur users. 

Additionally, NextNav has requested that a portion of the band outside of their proposed use be reallocated for the proliferation of commercial broadband services. This component of their proposal is most disagreeable as they seek to strip the frequency allocated for unlicensed use, and sell it for commercial benefit. 

In modern times, it should be considered that proper protection of the First Amendment of the Constitution shall include the protection of Amateur Radio frequencies, GMRS, FRS, MURS, unlicensed frequencies, and internet access for all citizens. The aforementioned communication methods are vital to the modern exercise of free speech and furthermore to the very foundation of our democratic-republic. 

The United States' success is predicated on freedom first and Capitalism second. Protect our Freedom and preserve it for posterity. 

Yours in Liberty,
Josh Blalock
